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ACTION EB-08 


Message Text 


INFO OCT-01 EA-12 ISO-OO CCO-OO PASO-OO SSO-OO /021 W 

090956 040649Z/15 

O 040520Z AUG 78 

FM AMEMBASSY MANILA 

TO SECSTATE WASHDC IMMEDIATE 9597 


UNCLAS MANILA 13423 


CORRECTECOPY TEXT 


E.O. 11652: N/A 
TAGS: EAIR, RP 

SUBJECT: FLIGHT CLEARANCE REQUEST 
REF: R. C. NEWCOMB S TELEX OF AUGUST 2, 1978 
TO: R. C. NEWCOMB 

- AVIATION TECHNICAL ASSISTANCE AND SERVICE CO., INC. 

- 1290 BAYSHORE BOULEVARD 

- BURLINGAME, CA 94010 

- TELEX - 349358 AVTEC BRGM 

- TELEPHONE -AREA CODE 415 348-3913 

- CABLE - AVTEC BURLINGAME 


EMBASSY HAS SUBMITTED REQUEST FOR CLEARANCE TO MINISTRY 
OF FOREIGN AFFAIRS AUGUST 3, 1978. PHILIPPINE AIR FORCE 
REQUIRES SUBMISSION OF FLIGHT PLAN AS WELL AS SPECIFIC 
PURPOSE OF FLIGHT. PLEASE SUBMIT INFORMATION REQUIRED 
IMMEDIATELY. SAM LEE SENDS. 


AMERICAN EMBASSY 
MANILA, PHILIPPINES 
TELEX 722-7366 


MURPHY 
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NOTE BY OC/T: PASSED ABOVE ADDRESSEE. 
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Document Unique ID: 00 
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Errors: N/A 

Expiration: 
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Litigation History: 
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Previous Classification: n/a 
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